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This Notice Expires 1 July 1982 
ORGANI ZATION zz) ns 


~ 


ANNOUNCEMENT OF ORGANIZATIONAL CHANGE 
NATIONAL FOREIGN ASSESSMENT CENTER P 


No Field Counterpart to this HN 


Effective 4 January 1982, the National Foreign Assessment Center will 
become the Directorate of Intelligence. The head of the Directorate is 
designated the Deputy Director for Intelligence. The title National 
Foreign Assessment Center and position designations Director, National 
Foreign feieeeneat Center/Deputy Director for National Foreign Assessment 


are superseded by this change and no longer will be used. : 


- R. INMAN 
Admiral, U.S. Navy 
Acting Director of Central Intelligence 
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